Message 


From: Lobik Stephen [slobik@facil.umass.edu] 

Sent: 2/28/2011 3:20:48 PM 

To: Hanchett, James (DPH) [James.Hanchett@state.ma.us] 

CC: Pocsik Mark [mpocsik@facil.umass.edu] 

Subject: RE: 


Jim, 

! wifi try to get someone from Adams to come out: ASAP, in the mean time give work control a cali. We'i! see who gets 
there first. 

Thanks, 

Stephen 

Stephen Lobik 
Capital Project Manager 
Facilities Planning Division 
University of Massachusetts 
(T) 413-545-6516 

(C)HH 

(F) 413-545-3684 
slobik@facil.umass.edu 

From: Hanchett, James (DPH) [mailto:James.Hanchett@state.ma.us] 

Sent: Monday, February 28, 2011 10:19 AM 

To: Lobik Stephen 

Subject: 

Hi Steve, 

Need your help,water is leaking from drain pipe in drug closet. The one I wanted removed. 

Jim Hanchett 
Amherst Drug Lab 
Room N251 Morrill I 
637 North Pleasant Street 
Amherst, MA 01003 
Phone 413-545-2607 
Fax 413-545-2608 
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